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Message Text 


UNCLASSIFIED 

PAGE 01 LIMA 09687 212040Z 

15 

ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-05 EB-07 COME-OO /029 W 

114765 

R 211945Z NOV 75 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 7759 

UNCLAS LIMA 9687 

EO 11652: NA 
TAGS: BEXP.PE 

SUBJ: FDA ADVISORY-VOLUNTARY RECALL ANGIOGRAPHIC VESSEL 
DILATORS 

REF: STATE 261384 

MR. ROLANDO DEFAGO, MANAGING DIRECTOR OF SERVICIO Y MAN- 
TENIMENTO S.A., CONFIRMED RECEIPT OF RECALL LETTER DATED 
7/18//////75 AND SHOWED COPY OF ANSWERING LETTER NO SM75-3822 OF 
9/29/75 IN WHICH HE STATED THAT BECAUSE OF INSIGNIFICANT 
VALUE OF SHIPMENTS INVOLVED. CONSIGNEE CONSIDERED UNCONVENIENT 
TO SHIP ITEMS BACK AND SIMPLY THREW THEM AWAY. 

APPARENTLY REPLYING LETTER WAS ADDRESSED TO CORDIS CORPORATION, 
CUSTOMER SERVICE DEPARTMENT 14740 N.W. 60 AVENUE, MIAMI. 

LAKES, FLORIDA 33014. 

BARNEBEY 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LIMA09687 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D750407-0592 

From: LIMA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 9751 121 /aaaaasfs. tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 261384 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 SEP 2003 by chicheje>; APPROVED <29 JAN 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY-VOLUNTARY RECALL ANGIOGRAPHIC VESSEL DILATORS 
TAGS: BEXP, PE 
To: STATE 
Type: TE 
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